Quality. 
Made in Germany 


The Heavy Duty Clamp 


Original BESSEY 

Heavy Duty Clamps 

for high and highest clamping 
pressures up to 35.000 N 
Capprox. 3.500 kp): 


Galvanized tommy bar 
/ for high pressure. 


Wear resistant, acme 
threaded spindle, 
hardened and browned. 


The replaceable pressure 
pad tilts to an angle of 


35°. The pressure bolt is 
hardened. 


The sliding arm 
is drop forged 
and galvanized. 


Frame and sliding arm 
are made of BESSEY 

special profile steel, spring 
tempered and galvanized 

for highest strain. 


The pressure plate is forged 
from the frame. 


... In vehicle body work, steel 
construction and ship building 


The high quality all steel BESSEY clamp ensures long life. 


High clamping pressure in narrow areas. Fixing of heavy parts for welding. 


Highest clamping pressure for steel construction work. Replaceable pressure pad tilts up to 35°. 


Handy 
Tommy Bar 


For powerful clamping. 

In case of a deformation of the 
tommy bar the clamp has been 
overloaded (e.g. by using 

a cheater bar). 


Make your choice: 

From the fitters clamp 

to the extra heavy duty 
construction clamp ad 


Light Duty = CaN Deane eet Gaming Raf Maa 
Industrial Clamps Depth Pressure Size 
300 S- 4 4” zt 300 Ibs. 15/39! x 7/39" 1/3 Ib. 
500 S- 6 6" Su 500 Ibs. Sfx lag! 1 Ib: 
500 S- 8 8" 4” 500 Ibs. ET Pi cad (it 13/, Ibs. 
500 S-12 12” 51/,"" 500 Ibs. 1” x17," 4 Ibs. 
1200 S- 8 8” 51/4" 1200 Ibs. 17x fo)" 33/4 Ibs. 
| 1200 S-12. 12” Shia! 1200 lbs. 1”x '5/y," 41%, Ibs. 
EAP a EAR Tang I SS RET 1 ONE SS 
Regular Duty Sano Opens eet” Gamping Rel Mat 
Industrial Clamps la TN aa 
2400 S- 6 6” 51/5! 2400 Ibs. ical od CPS Valais Less 
2400 S- 8 8” 51," 2400 Ibs. 13/;6"x 7/16" 51/2 Ibs. 
2400 S-10 = 10” 51/5! 2400 Ibs. 13/;6’ x16": 524 Ibs. 
2400 S-12. 12” 51 2400 Ibs. 13/16" x 7/16" 6 Ibs. 
2400 S-20 20” S/o 2400 Ibs. 13/6’ x %/,6" ~~ 74/, Ibs. 
2400 S-40 40” 51/57 2400 Ibs. 13/16" x 7/16" 103/, Ibs. 
2400 S-60 60” 51," 2400 Ibs. 13/6" x 9/46” 141%, Ibs. 
Heavy Duty cae paste: Sateen = lange cc ath Weight, 
Industrial Clamps a 
4800 S-12. 12” he 4800 Ibs. 19/,6"x3/," 12 Ibs, 
4800 S-20 20” i i 4800 Ibs. 19/16" x34," 1417/4 Ibs. 
4800 S-40 40” iis 4800 Ibs. 19/;6"x3/," 20 — Ibs. 
Extra Heavy Duty cane Openne Tweet” lamping Rel Meta 
Industrial Clamps Depth Pressure Size 
7200 S-12. 12” 8” 7200 Ibs. 15/,2'x 1" 24 Ibs: 
7200 S-20 = 20” 8” 7200 Ibs. 15/\6’x 1" ~—-28 Ibs. 
7200 S-40 40” 8” 7200 Ibs. = 1'5/;¢’x 1" 38 Ibs. 
Attention ! 


Improper use can cause severe personal injury or property damage. Do not use clamps 
for lifting, pulling or transporting or any other abnormal use. Only adjust them by 


hand without any other means. 


Distributed by: 


WHERE QUALITY COUNTS 
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P.O. Box 399, Batavia NY 14021 
Call toll free 1-800-828-1004 
Canada: 

P.O. Box 490, 

Cambridge Ontario N1IR 5V5 


Call toll free 1-800-265-8612 Quality. Made in Germany ae 


For ecological reasons, this leaflet is printed on 100% recycled paper and with environmentally-friendly inks. 
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